any detailed discussions with them about
the events that transpired on the elevator,
while they were coming out, the knees
buckling, the fears and all that, before you
went to work, or did you find this all out,
after all this happened?

THE WITNESS: I spoke with them, within a
minute of the time they come out from the
elevator that dropped.

JUDGE KOUTRAS:  And they said what?

THE WITNESS:  They said that it had come up,
started to drop, and then fell, and the one in
particular, said his knees buckled, and they
were saying they were scared.

JUDGE KOUTRAS:  Okay.

THE WITNESS:  And the one individual screamed.

JUDGE KOUTRAS:  Who was that?

THE WITNESS:  I don't know, they said somebody
on the elevator screamed.

JUDGE KOUTRAS:  Did they tell you how far the
elevator dropped?

THE WITNESS:  Each had their own opinion of that,
it's very difficult to tell, but you can't say.

JUDGE KOUTRAS:  Any length of time, how did
they describe the dropping to you?

THE WITNESS:  Well, one individual said, he
thought it fell about ten feet, and another one/
some of their estimates ran much higher than that,
to the possibility that it could have been a
hundred feet, or something like that.

JUDGE KOUTRAS:  Once the drop had stopped, how
did they come out, how did the elevator proceed,
how did they take care of the problem, when I say
they, whoever was there in charge, did they have
somebody there on the elevator that was in charge
of the crew?

THE WITNESS:  Well, at the time of the incident
Jackie Smith was in the penthouse, which is above
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